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STERILIZING  SYSTEMS

correspond to seeds of plants, have greater vitality than the
fully developed bacteria, and it requires only a few hours
for these to develop into bacteria.

Planning a Central Distributing and Purifying Plant.
In planning to install a central station for the distribution
and purification of oils and cutting compounds, information
should be given concerning the number, size, and make of
the various machine tools which are to be supplied with oil
or compound, the average and maximum number of ma-

Fig. 7.   View of Kerosene Oil Filter shown In Fig. 6
chines that will be operating at one time, the kind of oil or
cutting compound used, and the volume which it will be
desired to circulate per hour. In addition, information
should be given concerning the different metals that are to
be cut. In many instances it is possible to make use of the
existing oil-storage and piping systems and simply add
filters and sterilizers to make the system automatic.
Limitations of the central station for delivering oils and
cutting compounds are the high first cost of installing such
a system and the possibility of trouble arising that would